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SUBJECT: ROMANIAN INTEREST IN FLOOD WARNING SYSTEM 
REF: BUCHAREST 5061 AND PREVIOUS 

1. WE HAVE CHECKED WITH DOD REGARDING ITS OFFER OF 
SERVICES OF CORPS OF ENGINEERS SPECIALISTS TO REVIEW 
ROMANIAN REQUIREMENTS FOR A FLOOD WARNING SYSTEM. DOD 
REMAINS FAVORABLY DISPOSED, AND GOR MAY REGARD THE OFFER 
AS STILL OPEN. YOU MAY POINT OUT TO GOR. HOWEVER, THAT 

IN LIGHT OF NOW PROBABLE DELAY UNTIL SPRING 1976, DOD 
WILL HAVE TO REVIEW BUDGETARY AND MANPOWER AVAILABILITIES 
WHEN THE REQUEST IS MADE, AND WE CANNOT THEREFORE GUARANTEE 
THAT CORPS OF ENGINEERS WILL FIND IT POSSIBLE TO SCHEDULE 
THE VISIT PRECISELY WHEN THE ROMANIANS WANT. 

2. WE ARE CONTINUING TO HOLD OUR FORMAL REQUEST TO DOD 
FOR THE SERVICES OF THESE TECHNICIANS UNTIL GOR DECIDES 
IT WANTS THEM.AND WHEN. KISSINGER 
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